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DPE- 35 33-59 
25 May 1959 


s Audit Liaison Officer 

: Weetinghouse Electric Corporation 
Proposal for FI I960 Technical 
Services for the Air Force 


X, Attached is abject Contractor's propoeal for fur- 
ni shi ng Technical Services nad Maintenance to the Air force 
darla* FT I960. The Contractor is proposing these services 
on a Fixed-Price basis. Contrasts HF-ol^O and HF*8l4l tor 
ft 1958 and 1959 services respectively were on a redeterndnable 
basis. 

2. In view of the foregoing, request Contractor's Proposal 
be analyzed by your office to deteradae the reasonableness of 
the quotation in order that a decision can be wa de by the Con- 
tracting Officer as to type of contract to be negotiated. 
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Chief, Contracts Branch, SPD 
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